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3.127 (d) 

FACILITIES, OUTDOOR, 

There ts a lac*i of atJequate perimeter fencing around several of the enclosures in ifie sectwn of tfie lacilily referred to 
hlortti AmericBn Trail well aa itie camels and Mew Guinea singing enplgsurea- Some o1 fhe ertcloQuras do 
have a parlmetar fence Dot nol chi all lour sides also, a faw of fhe enclosores are surrounded by panmetor lences fhal 
are only four feet high. 

LacK of a pen meter fence does not protect the animals Dy restrlctlirg unwanted animate and unauthorized perscHis 
from having oonitact with the animalg. Afeo, wilhaot a perimeier fence there is no geconclary coniainment syslem. 

A six foot perimeter fence must be provided Ick these enclosures to keep unauthorized people and unwanted animals 
from conlaoting ftie animals on exhibit and provide a secondary containment system ir fhe event ol escape- 
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